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Office Memorandum • united states government 


to : Project Director, AQUATONE 

ATM : Contracting Officer 

from : Chief, Supplemental Programs Division, OC 


DATE: 


SPM 8-561 
2k February 1958 


SUBJECT : 


Procurement Modification Kits 


1. We were advised by 


that System I amplifier 


modification kits could be made available to us for the improve- 
ment of several of our amplifiers. 


2. Through a telephone conversation with 


on 


25X1 A 


19 February 1958, the following cost breakdown was provided. 


Preparation Cost 
Fabrication 
Power Supply 
Total Cost 


$ 63.73 
143. 04 
378.36 
$585.13 
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3. We, therefore, request two kits at a total cost of| 

be purchased and charged to funds available through the Office of 
Communications. Your action is requested on an expedited basis con- 
sistent with minimum interference to your normal project efforts. 
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